Important Notice 

The clock on the Premium Keypad installed in your 
home cannot be reset manually as described on 
page 38 of the user’s manual. If you attempt to 
reset the clock, the displayed time will not change. 


The clock adjusts 
itself automatically 
every few months. 
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